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To  TitK  Rural  District  Council  of  Harisuornf  and 

Seals. 

Mr.  Otiairman  and  Gentlemen, 

1 beg  to  present  to  you  iny  Annual  Report  upon  the 
Sanitary  state  of  your  District  for  tlie  year  1907. 

Appended  are  tables  giving  details  of  causes  of  death, 
new  eases  of  infectious  disease,  population,  and  birth,  with 
Inspector’s  work  during  the  year. 

These  tables  deal  with  each  parish  separately,  both  as 
to  causes  of  death  and  the  incidence  of  infectious  disease. 

The  Infantile  Mortality  is  calculated  from  the  number 
of  deaths  under  one  year  of  age  per  1,000  registered  births. 

Tlic  Vital  Statistics  are  crdcidated  per  1,000  persons 
living. 


^^untt  ^ttintavii  of  lavtsljonit  & Stals. 


ANNUAL  REPORT. 


GENERAL  STATISTICS. 

AREA  IN  ACRES. 

Land — 15,282  acres. 

Water 

Census,  IS'Jl.  Estimated,  19Q7. 

Population  ...  6,988  7,896 

Inhabited  Houses...  1,470  1,680 

New  Houses  erected  during  the  year — 24. 

Kateable  Value,  £37,699. 

General  District  Kate,  7^d.  in  the  £. 


VITAL  STATISTICS. 


Death  Rates  per  1,000 

e 

EntericFever 

Infantile  Epidemic  and 

Birth  Kate.  Mortality.  Ail  Causes.  Diseases.  Diarrhoea  Phthisis. 


30-09 


0.64 


84 


n.i 


0.76 


Nil. 


ANNUAL  REPORT 


Population. 

Tlie  estimated  })opulation  for  the  year  1907 
is  7876. 

1903— 7294  1905—7598 

1904— 7458  1906—7729 

1907—7876 

Births. 

The  iiiimhjr  of  Birtlis  is  237,  giving  a Birth- 
rate of  30  09. 

1903— 32-4  1905—33-2 

1904- 3-27  1906—27-8 

1907-30-09. 

J)eath8. 

Tlie  Deaths  at  all  ages  immher  90,  giving  a 
Death -rale  of  11-4. 

1903— 13-1  1905-14-8 

1904— 10-8  1906—10-8 

1907—11-4. 

Infantile 

Mortality 

The  Deaths  under  one  year  of  age  number  20, 
and  the  Infantile  Mortality  rate  is  84. 

1903- 101  1905—138 

1904— 89  1906—106 

1907—84. 

Typhoii 

Death-rate. 

No  death  was  caused  hy  Diarrhoea  or  Typhoid 
giving  a Typhoid  death-rate  Nil. 

1903—  Nil.  1905— Nil. 

1904— 0  53  1906—0-12 

1907— Nil. 

Zymotic 

Death-rate. 


Phthisis 

Death-rate. 


Respiratory 

Death-rate. 


Cancer 

Death-rate. 


Infectious 

J)isease. 


Scarlet 

Fever- 


6 deaths  were  due  to  Infectious  diseases,  giving 
a Zymotic  death-rate  of  0*76. 

1903— 1-32  '905—0-39 

1904— 0-80  1906— Nil. 

1907—0-76 


Phthisis  caused  5 deaths,  giving  a deatli-rate 
of  0-64. 

1903— 0-14  1905—1-45 

1904— 0-53  1906—0-64 

1907—0-64 

The  Eespiratory  diseases  death-rate  from 
Bronchitis  and  Pneumonia  is  2-3. 

1903— 2-33  1905—4-2 

1904— 2-13  1906—2-4 

1907—2-3 

3 deaths  were  caused  by  Cancer,  giving  a 
death-rate  of  0-39. 

1903— 0-54  1905—0-65 

1904— 0-93  1906—0-25 

1907—0-39 

These  death-rates  are  all  satisfactorily  low,  but 
tlie  birth-rate,  though  slightly  higher  than  last 
year,  is  still  below  the  average  of  the  past  nine 
years 

52  cases  were  notified,  including  44  Scarlet 
Fever,  5 Diphtheria,  1 Tyhoid  and  2 Erysipelas. 

20  cases  were  removed  to  the  Isolation  Hospital. 

There  was  an  epidemic  of  Scarlet  Fever  in 
Overseale.  The  first  notification  I received  avos 
on  May  7th,  when  4 cases  from  2 houses  in 


])iphtheria. 


Typhoid. 


I.solation 

Hospital. 


AVooilville  Road  were  notified.  These  were 
removed  to  the  Isolation  Hospital  within  24 
hours,  but  on  the  14th  another  case  was  notified 
in  a 3rd  house  in  the  same  road.  From  the  16th 
to  the  22nd  inclusive,  16  cases  involving  the 
whole  parish  were  notified,  and  9 of  these  were 
removed  to  the  Isolation  Hospital.  In  all,  from 
May  7th  to  Sept.  19th,  28  cases  were  notified, 
but  I have  reason  to  believe  that  in  more  than 
one  house,  both  before  and  after  May  7th,  there 
were  cases  unseen  by  a medical  man,  and  there- 
fore not  notified.  By  prompt  removal  of  all  the 
earliest  cases,  j^rompt  disinfection  with  Formalin 
of  the  infected  premises,  warnings  to  parents, 
closure  of  the  Schools  for  3 weeks,  personal 
interviews  with  the  medical  practitioners  of  the 
district  to  secure  co-operation,  everything  possible 
was  done  to  prevent  the  spread  of  the  disease, 
but  some  mild  cases  of  Scarlet  Fever  will  always 
remain  undiscovered,  in  my  opinion,  and  cause 
widespread  infection  of  a parish  or  district.  19 
cases  in  all  were  removed  to  Swannington,  and 
no  return  cases  occurred.  There  were  no  deaths. 

8 cases  of  Scarlet  Fever  occurred  in  Woodville 
and  8 in  Hartshorne  during  the  year. 

5 cases  only  were  notified,  3 in  Woodville,  1 in 
Hartshorne  and  1 in  Tickenhall.  No  serious 
sanitary  defects  were  found  in  any  of  the  premises. 

1 case  occurred  which  was  undoubtedly  con- 
tracted out  of  the  district. 

Last  year  I called  attention  to  the  need  for 
improvement  in  the  building  by  the  provision  of 
at  least  one  extra  ward  and  sufficient  nursing 


accommodation  in  addition  to  caretaker’s  rooms. 
The  question  of  efficient  Isolation  provision  can 
only  be  satisfactorily  settled,  in  my  opinion,  by 
the  conjunction  of  adjoining  districts  for  this 
purpose.  In  the  Ashby  Union  Ave  see  the  Coal- 
ville Urban  Area,  the  Ashby-de-!a-Zouch  Urban, 
the  Ashby  Woulds  Urban  and  tlie  Ashby  Rural 
and  Hartshorne  & Seals  providing  separate  small 
Isolation  Hospitals,  not  one  of  which  can  be 
considered  thoroughly  sufficient  or  efficient  for 
the  needs  of  the  respective  districts.  Surely  it 
is  time  a movement  Avas  started  to  secure  co- 
operation with  its  consequent  economy  of  capital 
plus  upkeep  expenditure,  plus  a much  more 
efficient  proAusion  for  Isolation  of  infected  persons 
and  disinfection  of  infected  material,  the  latter 
is  even  more  important  than  the  former,  for  the 
combined  districts.  Your  district  would  probably 
be  better  served  by  such  a scheme  than  by  joining 
one  of  the  Derbyshire  Isolation  Hospital  districts, 
as  the  distance  of  remoA^al  AA^ould  not  be  so  great, 
and  the  natural  trend  of  your  population  is 
towards  Ashby,  and  not  toAA^ards  Derbyshire. 

Infected  premises  thro  ughout  the  district  are 
disinfected  by  your  Inspector  with  Lingner’s 
Formalin  Apparatus.  There  is  no  steam  dis- 
infector. 

Your  Council  has  sanctioned  (in  1904)  the  free 
supply  of  Antitoxin  in  Diphtheria  cases  (not  as 
a preventative)  to  be  distributed  by  your  Medical 
Officer  of  Health  only. 

The  Infectious  Diseases  Prevention  Act  1890 
has  not  been  adoj^ted  yet.  May  I again  ask  that 
this  be  adopted  as  a very  necessary  agent  in  the 
Sanitary  administration  of  the  district. 


Woodville.  Estimated  population  ...  ...  2956 

Infantile  Mortality  rate  ...  ...  67 

Zymotic  death-rate  ...  ...  ...  1*01 

Birth-rate  ...  ...  ...  ...  41 

General  death-rate  ...  ...  ...  12*1 


These  rates  are  quite  satisfactory,  and  the 
Birth-rate  is  a great  improvement  upon  last  year, 
when  it  was  24*6. 

Only  11  cases  of  Infectious  disease  occurred, 
3 of  Diphtheria,  8 Scarlet  Fever  and  1 Typhoid. 

Sewering.  A new  filter  has  been  constructed  of  broken 

saggars,  clinker  and  granite  chippings,  with  a 
two-armed  revolving  distributor,  worked  by  an 
intermittent  valve.  As  no  chemical  is  used  in 
the  precipitation,  your  Surveyor  reports  a saving 
of  £60  per  annum  in  this  item  alone.  The 
contact  beds  have  been  cleaned  out  and  renewed. 
The  effluent  is  satisfactory. 

Scavenging.  This  is  carried  out  by  a contractor,  who  pro- 
vides his  own  men  and  carts,  etc.,  but  a tip  is 
provided.  The  cost  is  £140  per  annum,  which 
works  out  at  £4  Is.  4d.  per  house  per  annum. 
The  closets  are  nearly  all  privy  middens  with 
some  pan  closets,  and  a few  water  closets.  The 
substitution  of  water  closets  for  privy  middens  is 
making  progress.  Pan  closets  are  emptied  every 
fortnight.  Privy  middens  on  an  average  three 
times  per  annum.  Privies  are  emptied  by  night 
by  open  slop  carts,  ashpits  in  the  daytime  by 
shovel  and  horsed  carts.  Both  slop  carts  and 
refuse  carts  should  be  covered  over  to  avoid 
nuisance  and  dust. 


The  water  supply  is  almost  entirely  from  tlie 
main  supply,  but  there  are  some  surface  wells 
still  in  use. 

Ili6  chiof  occupations  in  this  parish  are  mining’ 
and  sanitary  pipe  and  brick  making. 


Overseale.  Estimated  population  . . ...  1490 

Infantile  Mortality  Rate  ..  ...  55 

General  Death  Rate  .. . ...  ...  12*7 

Zymotic  Death  Rate.  . . . ...  Nil 

Birth  Rate...  ...  ...  ...  35-5 


These  rates  are  all  satisfactory. 

SeweriDg.  This  parish  is  sewered  in  one  section  (Church 

End)  to  precipitation  tank  and  irrigation  over 
grass  land. 

In  the  2nd  section  (Shortheath)  to  precipitation 
tank  and  filter  beds,  distribution  over  the  latter 
by  fixed  channels. 

In  the  3rd  section  (Woodville  Road)  at  present 
to  tank  and  discharge  of  effluent  through  short 
channel  to  brook. 

A scheme  is  now  under  consideration  for  treat- 
ing this  sewage  by  precipitation  tank  or  filter 
beds  with  revolving  armed  distributor.  The  re- 
volving arm  is  preferable  to  the  fixed  channel 
method  of  distribution.  It  is  cheaper  and  more 
efficient. 

The  main  sewer  at  the  top  of  Woodville  Road 
is  laid  too  near  the  surface  to  give  sufficient  fall 
to  drains  from  new  houses  which  are  being  built. 
These  house  connections  therefore  require  con- 
stant flushing  to  prevent  blocking,  and  as  there 


Scavenging. 


Water 

Supply. 


Hartshome. 


Sewering. 


is  no  public  water  supply  they  do  not  get  this 
necessary  flushing.  [t  is  therefore  urgently 
necessary  for  this  sewer  to  be  re-laid  at  a much 
lower  depth. 

A new  Council  School  has  been  built  in  Wood- 
ville  Road  and  the  sewage  from  this  must  be 
dealt  with  in  No.  3 section. 

This  is  carried  out  by  a contractor,  finding  his 
own  men  and  implements,  and  providing  his  own 
tip.  The  cost  is  £92  10s.  per  annum,  working- 
out  at  a cost  of  £4  13s.  4d.  per  house  per  annum. 
The  details  of  working  are  the  same  as  in 
W oodville. 

This  is  from  wells.  There  has  been  no  evidence 
of  pollution  during  the  year,  but  the  quality  of 
the  water,  especially  in  Woodville  Road,  is  very 
poor — the  village  being  on  the  coal  measures. 

Occupation  in  this  parish  is  agricultural,  with 
a large  percentage  of  miners  and  pipe  makers. 


Estimated  Population  . . . . 1560 

Infantile  Mortality  Rate  , , . . 41 

General  Death  Rate.  . . . , . 7*05 

Zymotic  Death  Rate.  . , , . . 1-2 

Birth  Rate.  . . . . . . . 30-8 


The  Infantile  mortality  and  General  death 
rates  are  very  bw,  the  Birth  rate  is  up  to  the 
average. 

This  is  still  in  abeyance.  The  Local  Govern- 
ment Board  has  held  an  enquiry  into  the  scheme 
prepared  for  vour  Authority,  at  an  estimated 
cost  of  £6,500,  which  I attenled.  The  need  for 


Scavenging. 


a sewage  scheme  is  as  urgently  necessary  as  ever, 
but  an  expenditure  of  £6,500  is  prohibitive  for 
such  a village  as  Ilartshorne.  It  has,  I am  in- 
formed, not  been  sanctioned  by  the  Local  Govern- 
ment Board.  There  is  no  need  for  anything 
more  than  a complete  sewering  of  the  village 
with  treatment  at  the  outfall  by  tank  and  filter 
beds  with  revolving  distributor  and  discharge  of 
the  effluent  through  land  channels,  finally  into 
the  brook.  The  land  available  is  much  too  heav}’’ 
to  allow  efficient  filti  ation  by  land  irrigation 
only,  i.e.y  without  efiicient  filtration.  Such  a 
scheme  as  this  would  not  cost  £1,000,  and  has 
been  estimated  by  previous  Surveyors  and  also 
by  your  present  Survejmr  to  cost  about  £500. 
With  regard  to  the  contention  of  the  Derbyshire 
County  Council,  that  the  Water  Supply  should 
be  carried  out  first,  their  argument  is  that  with- 
out a sufficient  w^ater  supply  the  drains  cannot  be 
sufficiently  flushed,  and  this  is  of  the  greatest 
importance  where  the  sewage  is  concentrated, 
and  especially  if  the  fall  is  inconsiderable,  but  in 
Hartshorne  the  Sewage  is  entirely  slop  water 
(very  dilute),  and  the  natural  fall  of  the  land  is 
considerable  throughout  the  village  to  the  point 
which  has  ahvays  been  regarded  as  the  proper 
situation  for  outfall  w’orks. 

This  is  carried  out  by  the  tenants,  but  there  is 
always  the  difficulty  of  the  removal  of  the  ashes 
after  the  tenant  has  emptied  the  midden.  Your 
Surveyor  recommends  the  provision  of  a public 
tip,  and  I beg  to  second  this  as  very  necessary  for 
the  prompt  disposal  of  the  refuse.  The  farmers 
cannot  make  use  of  a third  of  the  refuse,  and  so 
it  is  left  lying  about.  In  dry  summers  the 


\V  ater 

Supply. 


Occupations. 

Netherseale. 


Seweriiijr. 


Infantile  Mortality  rises  in  consequence  of  the 
dissemination  of  dust  from  these  heaps.  This 
year  (1907),  in  consequence  of  the  constant  rain, 
the  Infantile  Mortality  is  remarkably  low — 4J, 
but  after  the  hot  summer  of  1906  it  was  136  : the 
average  for  the  County  for  Rural  districts  being- 
in  that  year  116. 

This  is  from  surface  wells  and  also  from  springs. 
There  is  a good  flow  of  water  at  Cinder  Hill 
Spring,  but  at  too  low  a level  to  supply  the 
village.  It  could  no  doubt  be  tapped  higher  up. 
At  Sevend  Wood  there  is  an  ample  supply  of 
pure  spring  water  which  could  gravitate  to  every 
pai  t of  the  village.  The  matter  of  the  cost  of  this 
water  is  still  receiving  constant  attention,  and  I 
hope  that  satisfactory  terms  will  be  arranged,  as 
there  is  great  and  urgent  need  of  a public  pure 
Water  Supply.  The  School  closets  require  flush- 
ing— the  School  house  has  to  bu}^  water.  Many 
tenants  have  to  go  over  100  j^ards  fur  water,  and 
all  the  wells  are  liable  to  pollution. 

Agricultural  with  coal  miners  and  pipe  makers. 


Estimated  population  . . . . 671 

Infantile  Mortality  rate  . . . . Nil. 

General  death-rate  . . . . . . 8*9 

Zymotic  death-rate  . . . . . . Nil. 

Birth-rate  . . , . . . 19*2 


These  are  all  exceptionally  low.  No  death 
occurred  under  one  year  of  age. 

Two  closed  precipitating  tanks  with  irrigation 
of  the  overflow  in  ditches  provide  for  the  Sewage. 


Scavenging’. 


\Yater 

Supply. 


Tickenhall. 


SeAvering. 


Water 

Supply. 


The  tacks  are  cleaned  out  perioflicall}’.  Portions 
of  the  sewers  have  been  rc-laid  this  year  and 
drains  re-trapped  with  earthenware  gullies. 

This  is  done  by  the  tenants,  and  no  nuisance 
has  arisen  from  this  cause. 

From  surface  wells  only. 

Occupation  mainly  agricultural. 


Estimated  population 

759 

Infantile  Mortality  rate 

. . 213 

General  death-rate  . . 

. . 18-4 

Zymotic  death-rate  . . 

. . Nil. 

Birth-rate  . . 

. . 22-2 

The  Infantile  Mortality  rate  is  very 

high,  and 

last  year  was  much  higher — 280. 

The  other 

rates,  including  the  Birth-rate,  are  very  low. 

The  culvert  in  the  Main  Street  still  discharges 
into  the  old  lime  pits.  Defective  drains  have 
been  removed  and  earthenware  gullies  substituted 
for  the  old  iron  D trap. 

There  is  a plentiful  supply  of  water  from 
springs  but  a defective  house  supply  : a large 
number  of  tenants  have  to  fetch  water  from  some 
distance.  An  especial  need  for  a good  water 
supply  is  seen  in  the  dairies  and  cowsheds.  As 
shewn  in  detail  in  my  last  Annual  Report,  water 
could  be  provided  for  almost  the  whole  village 
at  an  exceptionally  low  cost. 

The  Scavenging  is  done  by  the  tenants. 

Occupation  purely  agricultural. 


Smisby. 


K5>tini{jtcd  population 


353 

250 

113 

2-8 

22-6 


Infantile  Mortality  Rate 


Geneial  death-rate  . . 
Zymotic  death-rate  . . 
Birth-rate  . . 


Sewering. 


Schools. 


The  Infantile  Mortality  rate  is  high  and  the 
Birth-rate  low,  as  in  Tickenhall.  Both  villages 
are  agricultural  and  the  population  practically 
at  a standstill. 

There  is  an  outfall  tank  with  irrigation  of  the 
effluent  in  a ditch  which  is  kept  clean.  The  new 
County  Council  School  drains  discharge  into 
this  tank. 

The  Scavenging  is  done  by  the  tenants. 

The  W ater  Supply  is  from  the  village  well. 

In  consequence  of  the  recent  requirements  of 
the  Local  Government  Board  and  especially  in 
view  of  the  Medical  Inspection  of  School  children, 
I have  examined  the  School  premises  of  every 
parish. 

There  are  2 recently  erected  County  Council 
Schools,  one  in  Smisby  and  one  in  Overseale. 

Woodville  Wesleyan  School  has  been  taken 
over  by  the  County  Council.  All  the  others  are 
Church  Schools. 

The  accompanying  table  shews  the  condition 
of  the  Schools  in  detail.  The  structural  con- 
dition in  general  is  good,  but  the  sanitary  ar- 
rangements, with  the  exception  of  the  two  new 
County  Council  Schools  and  the  Woodville 


Sewering. 


Schools. 


Factory  and 
Workshops 
Act. 


Church  School,  are  the  worst  possible.  The 
closets  are  privy  middens,  are  invariably  much 
too  close  to  the  School  building,  and  have  no 
flushing  arrangements.  Their  structural  con- 
dition in  Woodville  Wesleyan,  Netherseale  and 
Overseale  might  be  much  improved. 

There  is  no  system  of  ventilation,  where  tobin 
tubes  are  occasionally  found  they  are  either  closed 
or,  as  in  Overseale,  totally  inefficient.  The  win- 
dows, however,  1 found  invariably  open  through- 
out the  class  rooms  (months  of  January  and 
February),  so  that  there  is  plent}^  of  fresh  air, 
but  of  course  the  rooms  are  apt  to  be  draughty, 
as  there  is  no  means  of  warming  the  incoming 
air. 

The  lighting  (window  space)  is  generally  fair, 
but  on  foggy  da3^s  and  in  the  shortest  winter 
daj's  much  artificial  light  (bad  for  children’s 
e3’es)  must  be  used.  The  difference  in  quantity 
of  window  space  is  veiy  marked  between  the  new 
Schools  and  the  old  ones. 

The  heating  seems  to  be  sufficient.  In  no  case 
did  I find  a very  cold  or  very  hot  room. 

The  two  Overseale  Schools  were  closed  for 
Scarlet  Fever  for  3 weeks  in  M‘dy. 

There  are  52  Cow-keepers  on  the  Register. 
All  the  Cowsheds  have  been  inspected.  3 notices 
have  been  served  for  nuisances. 

There  arc  13  Slaughter-houses,  all  inspected. 
2 notices  to  limewash  and  cleanse  issued.  B3^e- 
laws  of  Local  Government  Board  under  Urban 
j)Owers  adopted  in  1,888  for  Woodville,  Overseale, 
Netherseale  and  Hartshorne. 


There  arc  12  Bakehouses — no  underground. 
23  notices  have  been  served  to  limewash  and 
cleanse.  No  bye-laws  in  force. 

Tbe  Model  Regulations  1907  of  tbe  Local 
Government  Board  bave  been  adopted  for  Dairies, 
Cowsheds  and  Milksbops. 

There  are  no  offensive  trades,  public  Lodging 
bouses  or  Laundries. 

Provision  against  fire  and  sanitary  arrange- 
ments of  Factories  are  satisfactory. 

House  accommodation  throughout  tbe  district 
is  ample,  and  fitness  for  habitation  generally 
fair. 

No  bouses  have  been  closed  during  tbe  year. 

The  Building  Bye-laws  were  adopted  in  1888. 

The  Public  Health  Acts  Amendment  Act  for 
1890  and  1907  bave  not  been  adopted. 

In  conclusion,  I beg  to  note  tbe  necessity  for  a 
Sewage  scheme  and  Public  Water  Supply  for 
Hartsborne,  tbe  further  consideration  of  the 
Water  Supply  of  Tickenball  and  Overseale  and 
the  adoption  of  tbe  Public  Health  Amendment 
Acts  of  1890  and  1907. 

I am.  Gentlemen, 

Your  obedient  Seivant, 

RODERIC  LOGAN, 


Medical  Officer  of  Health. 
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Accommodation . 

Average  Attendance. 

Woodville  C.S. 

1 main  room,  5 class  rooms 

2 infant  rooms 

A. A.  600 

Woodville  Chupch. 

4 rooms 

A.  A. 

Haptshorne. 

3 rooms,  2 infant  rooms 

A.A.  212 

Nethepsoale. 

3 rooms 

A.A.  85 

Ovopseale. 

3 rooms 

A.A. 

Ovepseale  C.S. 

A.A. 

1 Smisby  C.S. 

4 rooms 

A.A.  78 

j Tiekenhall. 

1 main  room,  I classroom, 

I infant  room. 

A.A.  145 

Structural  Repair 

Good 

Good 

Good 

Good 

Good 

New  building 

New  building 

Good 

Heating. 

Partly  by  low  presiire  hot 
water,  mainly  stove  and 
open  grates 

Stoves 

Low  pressure  hot  water, 
and  open  fires  in  infant 
department 

Open  fires 

Open  fires  or  stoves 

Open  fireplaces 

Stoves 

Lighting. 

Fair 

Good 

Defective  in  one  class 
room,  bad  in  infant  depart- 
ment 

Poor.  Windows  not  too 
clean,  partly  overgrown 
with  ivy,  very  high  up 

Poor.  Windows  might  be 
cleaner 

Excellent 

Excellent 

Good 

iVentilation. 

Windows,  wall  gratings, 
and  one  roof  tower  outlet 

Windows  and  roof  outlets. 
Tobin  tubes  and  wall 
gratings. 

Windows,  Tobin  tubes 
(closed  at  inspection)  roof 
gratings 

Windows  and  Tobin  tubes 
(closed)  roof  outlet,  much 
draught 

Tobin  tubes  in  one^room, 
useless.  Windows,  roof 
outlets  and  wall  gratings. 
Draughty. 

Windows.  Incoming  air 
partly  warmed 

Windows  only.  Class 
room  stuffy 

Sanitary 

Arrangements. 

13  privy  middens,  no 
flushing  arrangements  and 

2 open  urinals,  too  close 
to  buildings 

Automatically  flushed 
W.C.’s  and  uiinal 

Privy  middens,  no  flush- 
ing, sewage  tank  in  yard, 
too  near  building 

6 privy  middens,  no  flush- 
ing arrangements,  1 urinal 
against  school  wall,  very 
close  to  building 

Privy  middens  too  close 
to  building,  no  flushing 
arrangements 

Pan  closets,  no  water 
supply 

Pan  closets  in  excellent 
order,  2 urinals,  too  near 
building,  especially  girls’ 
and  infants’  closets 

Playing  Yards. 

Asphalt 

Ashes  and  part  ashphalt 

Ashes,  very  dusfcy  in 
summer 

Gravel 

Gravel 

Gravel 

Gravel 

G ravel 

. Situation. 

ip 

In  main  street,  nearly  sur- 
rounded by  houses,  public- 
house  next  door 

Open,  on  clay 

Open,  on  clay 

Open,  on  gravel 

Open,  on  gravel 

Fairly  open,  on  clay 

Open 

Open,  on  limestone 

^Remarks. 

J 

Eain  water  pipes  not  dis- 
connected from  drains. 
Condition  of  School  gener- 
ally good. 

In  two  class  rooms  the 
roof  outlets  are  blocked 
up 

Bad  water  supply,  only 
from  roof,  very  offensive 
at  times,  no  water  to 
school  house,  walls  of 
school  house  damp,  also 
floor.  Infant  department 
walls  dirty — fire.3  smoke 

Eain  water  pipes  recently 
disconnected  from  drains, 
very  small  yard 

One  corrugated  iron  class 
room  added  to  main  build- 
ing 

Draughty 

No  flushing  arrangements 
for  urinals  except  rain 
water  from  roof 

